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Message Text 


UNCLASSIFIED 

PAGE 01 PARIS 14869 101415Z 

47 

ACTION EUR- 12 

INFO OCT-01 ISO-OO ACDA-10 CEQ-01 CIAE-00 DOTE-OO EPA-04 
HEW-06 HUD-02 INR-07 INT-05 L-03 NSAE-00 NSC-05 

NSF-02 OIC-02 PA-02 PM-03 PRS-01 SAJ-01 OES-05 SP-02 

SS-15 TRSE-00 USIA-15 FEAE-00 DODE-OO /104 W 

116813 

R 101408Z JUN 75 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 0214 

UNCLAS PARIS 14869 

DEPT FOR EUR/RPM, EDWINA CAMPBELL; PASS F.A. HARRIS, 

EPA 

E.O. 11652: N/A 

TAGS: CCMS, ENRG, TGEN, XG 

SUBJECT: CCMS: RATIONAL USE OF ENERGY: INDUSTRIAL DATA 
BASE MEETING, BRUNEL UNIVERSITY (UK), 30 JUNE-1 JULY 
1975 

REF: A) STATE 131471 B ) STATE 096962 

1. INFORMATION IN REFTEL A CONVEYED TO PARA 5E REFTEL 
B INVITEES AS REQUESTED. 

2. FERNAND BRIENS WILL ATTEND, JACQUES LAMBOTTE WILL 
NOT BE ABLE TO ATTEND, AND FRANCOIS LE BEL HAS AGREED 
TO ATTEND SUBJECT TO CONCURRENCE BY THE MINISTRY OF 
INDUSTRY, WHICH IS EXPECTED SHORTLY. BRIENS HAS ALREADY 
MADE NECESSARY ARRANGEMENTS WITH MEETING COORDINATOR 
PROF. ROBERTS. MR. LE BEL WILL DO THE SAME. 

PETROW 


UNCLASSIFIED 
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Document Number: 1975PARIS14869 
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Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750202-0267 
From: PARIS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750665/aaaacgvv.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
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Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
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